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FELD ENTERTAINMENT, INC. 
RINGLING BROS/BARNUM & BAILEY 


8607 WESTWOOD CENTER DRIVE 
VIENNA, VA 22182 


Customer ID: 7250 
Certificate: 52-00137 

Site: 001 

RETIREMENT FARM 

Inspection 

Type: ROUTINE INSPECTION 
Date: OCT-07-2003 


The facility complied with applicable regulations and standards. 
Inspected 9.15 Asian elephants + 1.0 Asian elephant belonging to 


(b)(6), (b)(7)(c) 



Prepared By: _ ^ 

TAYt^l^^l^FfOSBAT^PMtSrAhimal Care 
Title: "vETERINARY^HMCAL OFFICER , Inspector ID: 2012 

Received By: 


Date: 

OCT-07-2003 


Title: 


Page X of 1 


Date: 

OCT-07-2003 




